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VIETNAMESE AFFAIRS STAFF ! 

. OFFICE OF THE DIRECTOR OF CENTRAL INTELLIGENCE 


date: 29 Mar 72 


TO , The Director 
from - . GACar ve r , J r , 

SUBJECT: 


REMARKS: 

At Bill Colby's suggestion, 



calle 


1000700060060-9 


me this morning (29 March) to ask if I knew 
or could find out anything about what had 
arisen at a 28 March session of the Senate 
Armed Services Committee where Defense 
and State had been interrogated, principally 
by Senator Symington, on Laos funding matters 
I called Bill Sullivan (State's witness), 
discussed the matter with him and asked if he 
would be good enough to dictate a quick memo 
on the 28 March proceedings that I could pick 
up at the close of our scheduled 1100 NSC 
Indochina Subcommittee session. Bill readily 
agreed. His memo is attached. I am sending 
copies of this package t o Messrs. Colby, 
Maury, Karame seines, 


(i-< 


Geo / ^'ge - AT~Carver7 ~JrT 
Special Assistant for Vietnamese Affairs 
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